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Message Text 

UNCLASSIFIED 

PAGE 01 SEOUL 01864 080722Z 
ACTION EA-09 

INFO OCT-OI ISO-00 EB-08 /018W 

080723Z 068139/17 

P R 080425Z MAR 77 
FM AMEMBASSY SEOUL 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 2507 
AMEMBASSY TAIPEI 

UNCLAS SEOUL 1864 

E.O. 11652: N/A 
TAGS: BEXP, KS 

SUBJECT: HYDRAULIC PNEUMATIC AND ADVANCED ELUID POWER SYSTEMS 
AND EQUIPMENT, 20 THRU 30 JUNE 1977 

REE: USDOC 03861 

1 . EMBASSY WELCOMES SUPPORT OP DEPARTMENT OF COMMERCE FOR 
ITS COMMERCIAL PROGRAMS INDICATED THROUGH SCHEDULING OP 
FLUID POWER TECHNICAL SEMINAR FOR JUNE 20-23. 

2. EIGHT (8) SINGLES AND ONE (1) SUITE FOR SEMINAR CHAIR- 
PERSON HAVE BEEN RESERVED AS REQUESTED AT CHOSUN HOTEL. 

3. ALSO AS REQUESTED, WE WILL BEGIN SELECTION OF APPROPRIATE 
TARGET AUDIENCE FOR SEMINAR AND BUILDING OF CONTACT LISTS FOR 
SEMINAR THEME. 
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